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ROBERT W. OSTROMECKI ° 


1941—August 5, born in 
Scranton, Pennsylvania. 


1959—June, graduated from 
Technical High School, 
Scranton, Pa. 


Attended University of 
Scranton, Scranton, Pa. 


1961—October 
employ of 8.8. 
Stockman St: 
Brockton, Ma 






1963—May, Assistant 
M Store Ni 274, 
Wayne, New J ; 





1964—April, United States Army Reserve. 
1964—September, married Miss Mary Ann Perkowski. 


1964—September, Operations Assistant Store No.4054, 
New Kensington, Pa. 


1966—October, Merchandise Manager Store No. 4143, 
Syracuse, New York. 


1968—Fetruary, Manager Store No. 4607, Rome, N.Y. 
1969—February, Manager Store No. 63, Brockton, Mass. 


1970—April, Manager Store No. 470, Peabody, Mass. 
Catholic. 


Have one child, Robert D. 








